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Message Text 


CONFIDENTIAL 

PAGE 01 ANKARA 06963 101432Z 

44 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

058191 

R 101236Z SEP 76 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 4841 
INFO AMCONSUL ADANA 

CONFIDENTIAL ANKARA 6963 

DEPT FOR A/SY/T/SP 

E.0. 11652: GDS 
TAGS: ASEC 

SUBJECT: TRANSPARENT ARMOR INSTALLATION - ADANA 

REF: STATE 221821 

1 . RSO ANKARA REALIZES LEXGUARD PROVIDES BETTER 
BALLISTIC PROTECTION THAN LEXAN. HOWEVER, LEXGUARD 
INSTALLATION AT AMCONSUL ADANA WOULD REQUIRE CONSTRUCTION 
OF NEW WINDOW FRAMES, AS PRESENT FRAMES WOULD NOT PROPERLY 
ACCOMMODATE LEXGUARD THICKNESS. 

2. SINCE LEXAN (IN CONJUNCTION WITH GLASS) WILL RESIST 
9MM PARABELLUM, THE MOST COMMON CALIBER FOUND IN 
TURKEY, COSTS ONE-THIRD LESS AND CAN BE PROPERLY INSTALLED 
IN THE EXISTING AMCONSUL ADANA WINDOWS, RSO RECOMMENDS 
LEXAN BE INSTALLED AS RECOMMENDED IN 400. A. 1 OF ANKARA A-62, 
DATED AUGUST 9, 1976. 
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